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SS Integrated Disease Surveillance Programme 7 LLMs} 
SERRATS WA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun a 
Health Bulletin 
Date: 17-05-2020 Time: 02:00 PM 
§+ Total Positive: 92 M Total Active Cases: 39 
Jf Total Recovered: 52 €} Total Death: 01* 
*Is death Due to COVID-19: NO 
Cause of death: Ventricular Tachycardia, secondary to 
ACS. 
1- COVID-19 Positive patients detected (11:45PM, 16.05.2020) 01 
2- Total Number of COVID-19 Patients Treated/ Cured today 01 
3- Number of samples found negative for COVID-19 today 326 
4- Total number of samples sent for COVID-19 testing today 575 
5- Total number of samples found negative 11316 
6- _ Total number of samples result awaited 951 
7- Migrant Labour in relief camps given psychiatric counseling 27765 
& - Number of persons in Home Quarantine 49084 
Q- Number of persons in Facility Quarantine 4918 
10- Doubling Rate for Uttarakhand (in last 7 days) 16 Days 


Salient Features: 
e Percentage Recovery for COVID-19 Patient in the state is 56.52% 
e Out of total samples tested only 0.81% sample tested Positive in Uttarakhand. 
e 1472458 people have downloaded ‘Aarogya Setu App’ in Uttarakhand. 
Detailed Status of Sample Tested 


Districts Sample | Sample Results | Repea 
Sent Sent Negative | Negative | Positive Awaited | Sample 
Today | Cumulative | Today | Cumulative | Today 


1 t 
Positive s 

Cumulative 

| PauriGarhwal | 0 
| Pithoragarh_ |__| 
| TehriGarhwal | _0 | 


| Uttarkashi | 0 
| Total | 513 
| PrivateLabs | 62_ 


*1 Positive COVID-19 Positive cases detected in Dehradun, yesterday (16.05.2020, 11:45PM) 
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Details of Districts having Positive COVID-19 Cases 


No. of No. of Active Days Since _ | Date of Doubling 
Positive | Positive Cases in | Last Last Rate 
Cases till | Cases the Positive Positive (Last 7 
Date Treated/ District | Case Case Days) 


Cured till 


a 
Pauri 1 2 15-03-2020 NA 
Garhwal 

3 





US Nagar 16-05-2020 11.26 Days 
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District-wise Hotspots/ Containment Zones 


enim 
Containment Zone 

Dehradun . Azad Nagar Colony ISBT Dehradun 

. Bees Bigha Colony, Nagar Nigam Rishikesh 

. Shiva Enclave Ward-24, Rishikesh 

. Chaman Vihar, Lane-11, Dehradun 

. Ward No-25, Avas Vikas, VB Marg, Rishikesh 





Haridwar Nagla emarti, Tehsil- Roorkee 


Khata Kheri, Bhagwanpur 


Ward Number 13, Rajiv Nagar, Bazpur 
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Situation Update, Uttarakhand: Today 


WHO has declared the Novel Corona Virus (COVID-19) epidemic as Public Health 
Emergency of International Concern (PHEIC) under IHR (International Health Regulation). In 
this context, Uttarakhand Government has strengthened the surveillance and control measures 
against the disease. Isolation and Institutional Quarantine facilities are operational in all 
districts. To combat the pandemic, the Government has operationalized 15 dedicated COVID 
Hospitals and 96 Health facilities 


Public Health Action Taken 


e Government has started psychiatric/ mental counselling facility from 104 Helpline service. The 
citizens who are in need may call at toll-free helpline 104. 


e To combat the COVID-19 pandemic situation the government has decided to undertake 
random sampling of all migrants coming from outside the state. 


e Government has introduced a new initiative for tele-medicine service through e Sanjeevani 
OPD (online Portal for tele-consultation). 


Note 


e Last night (16.05.2020, 11:45PM) a sample was tested Positive for COVID-19 in district 
Dehradun, as per AIIMS Rishikesh lab report. The 27-year-old Male patient who returned 
from Mumbai on 14.05.2020 was in Home Quarantine at the time of sample. 

e One patient was recovered and cured from Mela Hospital Haridwar, thus district Haridwar 
has no active Positive COVID-19 cases as on date. 


APPEAL 


Department of Health and Family Welfare, Uttarakhand appeals to all citizens of the state to 
follow the advisory for lockdown. All persons who are contacts of Positive cases and people 
who have come from outside the state must observe mandatory home quarantine as instructed 
by authorities. They may stay in separate room and not venture outside their house. 


Preventive measures 


1. All citizens must wear masks whenever venturing outside of their homes. 
2. Travelers’ and their family members must ensure strict respiratory and hand hygiene. 


3. Hand wash by Soap and water up to 20 second must be followed. 
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COVID-19 Control Room Details 


State Control Room 
e-mail: covid19statewarroomuk @ gmail.com Toll free No: 104/0135-2609500 


email Id: idsputtarakhand @ gmail.com 
WhatsApp No. 9412080544 


Details of District Control Rooms 


District Control Room Number 


Rudraprayag 01364-233946, 01364-233727 
U.S. Nagar 05944-246590, 05944-250250 


TehriGarhwal 01376-232093, 01376-232831 
01374-222641, 01374-22272, 7310913129 





